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West  Bengal  Act  LIV  of  19781 

THE  WEST  BENGAL  FIRE  SERVICES 
(MAINTENANCE  OF  DISCIPLINE) 

REPEALING  ACT,  1978. 

\] 8th  January.  7979.1 

An  Ael  to  repeal  the  West  Bengal  Fire  Sendees  (Maintenance  of 
Discipline ) Ac/*  1974 . 

Whereas  iL  is  expedient  Lo  repeal  the  West  Bengal  Fire  Services 
(Maintenance  of  Discipline)  Act,  1974; 

Tt  is  hereby  enacted  in  the  Twenty-ninth  Yearof  the  RepubJ  ic  of  India, 
by  the  Legislature  of  West  Bengal,  as  follows: — 

L This  Actmay  becalled  the WcsiBengal FireScrvices (Maintenance  Shon  tide, 
of  Discipline)  Repealing  Act,  1978. 

2.  The  West  Bengal  Fire  Services  (Maintenance  of  Discipline)  Act,  Repeal  of 
1974  is  hereby  repealed.  AcTxliIi 

of  1974. 


JFor  Siaicmenl  of  Objects  arid  Reasons,  jcc  (he  Calcutta  Gazette.  Extraordinary, 
Part  IV.oflhe  25ih  October.  1978.  page  2214;  for  proceedings  of  Uic  Wasi  Bengal  Legislative 
Assembly,  see  die  proceedings  of  ibe  meeting  of  lhai  Asscmblv  held  on  ihc 


